The Commonwealth of Massachusetts 
Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 

LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MO 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



05/13/2011 


Richard Linehan 

Assistant District Attomey, Plymouth County 
Dear ADA Linehan, 

Enclosed is the inforaiation you requested in regards to Commonwealth vs. Included 

are copies of the following: 

1. Diaig Analysis Laboratoi 7 Receipt. 

2. Curriculum Vitae for Annie Dooklian, & Della Saunders 

3. Control Cards with analytical results for samples 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples 

Annie Dookhan was the custodial chemist and performed the preliminary testing and net weight for 
this sample. Della Saunders was the confirmatory chemist and analyzed the GC/MS data for this 
sample. 


If you have any questions about these materials, please call me at the number below. 


Sincerel 



Annie Dooklian 
Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
Amiic.KIian@stale.ma.us 


Folk OIG PRR 048038 









PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Fubiic Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


DRUG RECEIPT 


Amherst Hours 

9:00-12:00 

1:00-3:00 


City or Department: 




Police Reference No.: 


Name and Rank of Submitting Officer; U fi fyisu t_ 




To be completed by Submitte?- To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


_ IM±l 



, yy r’ <^/ y \ ' /} 

' 1 ^ 1 ' 



Received by: 



Date: ! O'- 3 ^ ^) 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

Boston Drug Laboratory State Laboratory Institute Amherst Drug Laboratory 

Tel (617) 983-6622 Tel (413) 545-2601 

Fax (617) 983-6625 Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: pjy:Y'rjdJ'L . _ 

Name and Rank of Submitting Officer: "/-ire 

DefendanUs^iam^last^irsL initial): 


_Police Reference No.: 

'/"^Ov S CL 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 







PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: 





o..ui]L 


Name and Rank of Submitting Officer: c i 



__ Police Reference No.: 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 












Curriculum Vitae 


Annie Khan (Dookhan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist I. II. Massachusetts Department of Public Health, Drug Analysis Laboratory 

*Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

*Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

*Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

*Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

*Maintenance and repairs of all analytical instruments. 

*Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 
*Responsible for the Quality Control/Quality Assurance program for the drug lab. 

*Notary Public. 

*Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001 -2003 

OC Analyst I. II. UMMS-Massachusetts Biologic Laboratory, QC Material Control 

*Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

*Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

^Writing, revising and reviewing Standard Operating Procedures (SOPs). 

*Trained and supervised new chemists and interns for the department. 

*Routine QC testing of products for the PDA. 

*Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

*Caiibration, preventive maintenance, QC and QA of analytical instrumentation. 

*Complete testing of chemicals for Vendor Validation Project for the FDA. 

*Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FTIR course with Spectros. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAPS) 


Folk DIG PRR 048042 




Curriculum Vitae 


Della Saunders 
Education: 

Boston University Boston, MA. Bachelors of Arts in Chemistry 1982 
Experience: 

1985-present: Currently Chemist HI Massachusetts Department of Public Health Drug 
Analysis Laboratory at State Laboratory Institute Boston, MA. Responsible for analyzing 
unknown substances submitted by Massachusetts law enforcement agencies; operating, 
maintaining, and interpreting data from analytical equipment (analytical balance, 
microscope, gas chromatogram, ultraviolet spectrometer, infrared spectrometer, gas 
chromatogram/mass spectrometer); training junior level chemists; providing expert 
testimony to local, state, and federal courts in the Commonwealth of Massachusetts. 

1984-1985: Laboratory Technician in the Media Laboratory at State Laboratory Institute 
Boston, MA, Responsible for making chemical reagents and media plates; operating and 
maintaining laboratory equipment (autoclave, pH meter, ultra-violet hood), and collecting 
safety data for laboratory protocols. 

Training: 

1985: Sbc week training with Senior Staff at Massachusetts Department of Public Health 
(MDPH) Drug Analysis Laboratory Boston, MA, Appointed Assistant Analyst MUPH 

1987: One week training course in drug analysis given by the Federal Drug Enforcement 
Agency (DBA) McLean, VA. 

1992: Training in Gas Chromatograph/Mass Spectroscopy (GC/MS) Hewlett Packard 
(Agilent) 

1996: Training in Fourier Transform Infra-Red Spectroscopy ETA (Analect) 

2001: Expert Witness Workshop National Laboratory Training network Quality 
Assurance/QuaUty Control Training (MDPH) 

2002: Techniques of Supervision Training (MDPH) 

1999: Notary Public Commonwealth of Massachusetts 
















Date Analyzed: 


)ept. 

lORSE 


Subst: TAB 

No. Analyzed: 

Net Weight; 

#Tas.s: 

Findings: VK'^<iS-'TxS^o<T> -* 


Date Analyzed: ^ ^ ^ ^ 
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City: Plymoi 
Officer; Detective 
Def: 

Amount: 

No. Cent; 

DateRec'd: 12/30/20 
Gross Wt: 57,4( 


Prelim: 


5 ^ “ 
^ M- 'fi 


''^5 



No. 


m 

OD 

City: 

Plymou 


>-a 

Officer; 


CD 

Def: 


s 


Amount: 

21.0 


No, Cont; 

1 


Date Rec‘d; 

12/30/201 


Gross Wt.: 
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Prelim: ^ 


No. 


City 

Plymout 

Officer 

Detective 

Def 


Amount 

14.0 

No. Coni 

1 

Date Rec’d 

: 12/30/200 

Gross Wt.: 

5.54 


Prelim; 
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DRUG POWDER ANALYSIS FORM 


SAMPLE U 



No. of samples tested: 


AGENCY ANALYST 

Evidence Wt 





PHYSICAL DESCRIPTION: Gross Wt ( ): 

""yWo vdULUI n Gross wt ( ): 

Pkg. Wt: 

^ ^ccvvec- 

S.OOCk^C'Q 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( y) 
Marquis -y 
Froehde's ^ 
Mecke's -V 


Mlcrocrystalllne Tests 
Gold 

Chloride -V- _ 

TLTAjjy)_ 

OTHER TESTS 

QC- -V V-Xo 


PRELIMINARY TEST RESULTS 

RESULTS -v VS^\ 0 

DATE \-‘vS-^0 


GC/MS CONFIRMATORY TEST 

RESULTS \-A^/^o.v^ 

MS 

OPERATOR 

DATE 2- \ 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY ANALYST 

Evidence Wt 


.2M1. 



PHYSICAL DESCRIPTION: 

o 








Gross wt { ): 

Gross Wt ( }: 

Pkg, Wt: 
Net Wt: 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( 4 .) 
Marquis -y- 
Froehde's 
Mecke’s 4- 


PRELIMINARY TEST RESULTS 
RESULTS 

DATE \-\S-\0 


MIcrocrvstalllne Tests 
Gold 

Chloride ~~ _ 

TLTAi:::^_ 

OTHER TESTS 

(ScL ^ -y* 2 o 


GC/MS CONFIRMATORY TEST 

MS 

OPERATOR _ 

DATE T - \ O 


Revised 7/2005 
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Pharmaceutical Analysis Sheet 



Sample 


Ciiv 


E,0. weight 




Count t5 \ _Descnplion; i;^Nw ^S;:^ OOCO 






^3 -V^_i CV 

^ 2. 


Ballistic l.D PC\ ^ 


ID. Source CV\(A r^( 


V^ii.iococioiTQ C\-\S-'oN, 


ccx: 


ImmuM.D. chemist completed_\ - M 


Sample 


_Description: 


Ballistic LD- cK 


r^\ 0 >v>.'-Vk E.O. weiuht \'~1 _ 




A3. ~)o o y 


i.D Source 


it<\r>C ji 






Final LD. 


_\1S ciremist "Qc^b _completed_ ' 1 ,— \ - I Cy _ 


Folk OIG PRR_048049 

















MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 


Subutex 

Regulatory-Status: Schedule 111 

Ingredients 

Aclive-lngredient: Buprenorphine - 8 MG 

Excipients: Lactose 
Mannitol 
Starch, Com 
Povidone (K30) 

Citric Acid 
Sodium Citrate 
Magnesium Stearate 

Availability & Manufacturing 

Availability: United States 

Avaiiable-Container-Size: Bottle of 30 

Contact: Reckitt Benckiser 

Product ID: 6364147 

AAPCC Code: 037708 - Other or Unknown Narcotics 
Registry Number: NDC 12496-1310-2 
Physical Description 

Imprints: 88 

LOGO “ Imprint of a dagger or a sword 
Form: Oral Tablet 
Color: White 
Shape: Oval 


€) 1974- 2010 Thomson Reuters. All rights reserved. 


1 /I ^/onin 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POiSINDEX® Product List 


Hydrocodone Bitartrate and Acetaminophen 

Regulatory-Status: Schedule It! 

Ingredients 

Active-Ingredients: Hydrocodone Bitartrate - 5 MG 
Acetaminophen - 500 MG 

Excipients: Crospovldone 

Magnesium Stearate 
Cellulose, Microcrystalline 
Povidone 

Starch, Pregelatlnized 
Silicon Dioxide 
Stearic Acid 

Availability & Manufacturing 

Availability: United States 

Avaiiabie-Container-Sizes: Bottle of 500; Package of 100; Bottle of 60; Bottie of 90; Bottle of 30; 15 x 30 count card; 

Bottle of 100 


Contact: Covidien Mallinckrodt 


Product ID: 6685436 


AAPCC Code: 201063 - Acetaminophen with Hydrocodone 

Registry Numbers: NDC 0406-0357-05 
NDC 0406-0357-62 
NDC 0406-0357-06 
NDC 0406-0357-09 
NDC 0406-0357-03 
NDC 0406-0357-33 
NDC 0406-0357-01 


Physical Description 

Imprint: M357 
Ait imprint: M 357 

Form: Oral Tablet 


Color: White 


Shape: Capsule-shape 


©1974- 2010 Thomson Reuters, All rights reserved. 


1/15/2010 

Folk DIG PRR 048051 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Suboxone 

Regulatory-Status; Schedule ill 

Ingredients 

Active-Ingredients; Buprenorphine - 8 MG 
Naloxone - 2 MG 

Availability & Manufacturing 

Availability; United States 
Avallable-Contalner-SIze: Bottle of 30 

Contact; Reckitt Benckiser 
Product ID; 6370996 

AAPCC Code: 037708 - Other or Unknown Narcotics 
Registry Number; NDC 12496- 1 306-02 
Physical Description 

Imprint; N8: Sword Logo 
Form; Tablet 
Color; orange 
Shape: Six-sided 


Images for NDC 12496-1306-02 



© 1974- 2010 Thomson Reuters. All rights reserved. 


1 / 1 5/7.0 in 
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PiiarmaceinicD! Analysis Sheet 


Sample 

Count_ X _ Desenpnon: 

Dallistjc I D ) X Vr^ 

I.D. Source r 0-C 



l-iiul 1.0. MS clicniisi^_compieled \~~\(S-tO 

'VSvc^-Lv.de 


Sample 


Count 


Ciry ^ ^eb E.O. weigh t 


-Descnpl.on: O0>Vv^-^ sJ^CV 

VS V 


Ballislic I D. CYviAfisVi 




o mom( 


Sample -rj 
Count 


\c V\ _£ 0 , wetuht ^ . O _ 

Dcse„pt,on: ^vVO-O ck 


Ballistic I.D. CV\ tS I 
l.D. Source CV> j^G-^ 





rn'hl 'ISN 




FinaJ I.D. C wAcs\:><^ •>?<x MS chemist 
f>0oNC>SL 


completed \ ^ \ Q 


Folk OIG PRR 048053 


















MICROMEDEX® Healthcare Series: POISINDEX® Document 


Page 1 of 1 


POISfNDEX® Product List 
Hydrochlorothiazide 


Regulatory-Status: RX 

ingredients 

Active-Ingredient; Hydrochlorothiazide - 50 MG 

Excipients: Cellulose, Microcrystalline 
Starch, Pregelallnized 
FD&C Yellow No. 6 Lake 
Lactose (Monohydrate) 

Magnesium Stearate 

Availability & Manufacturing 

Availability: United States 

Available-Container-Sizes: Bottle of 500; Bottle of 50; Bottle of 1000; Box of 100; Bottle of 30; Bottle of 10; Bottle of 

100 


Contact; 
Product ID; 
AAPCC Code: 
Registry Numbers: 


Qualilest Pharmaceuticals 
6286250 

167802 - Thiazide 

NDC 0603-3857-32 
NDC 0603-3857-21 


Physical Description 

Imprint: 3572 V 
Form: Oral Tablet 
Color: Peach 
Shape; Circle 


©1974- 2010 Thomson Reuters. All rights reserved. 


htto://www.thomsonhc.com/ho.'?/]ibranf)n/PFDeffliiltAotinnTf!/T-)f PrintPpsflv 


1/1 s/9nin 
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MICROMEDEX® Healthcare Series ; POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Clonidine Hydrochloride 

Also known as Clonidine HCI 
Regulatory-Status: RX 
Ingredients 

Active-Ingredient; Clonidine Hydrochloride - 0.1 MG 

Excipients: Croscarmellose Sodium (Type A) 

Magnesium Stearate 
Cellulose, Microcrystalline 
Sodium Lauryl Sulfate 
Ammonium Chloride 
Silicon Dioxide, Colloidal 

Availability & Manufacturing 

Availability; United States 

Available-Container-Sizes; Strip of 1; Strip of 30; Strip of 25; Bottle of 1000; Strip of 100; Bottle of 100; Strip of 90 
Contact: Mylan Pharmaceuticals 
Product ID: 5150133 
AAPCCCode: 201081 - Clonidine 

Registry Numbers; NDC 51079-299-20 
NDC 0378-0152-01 
NDC 51079-299-62 
NDC 51079-299-01 
NDC 51079-299-63 
NDC 51079-299-19 
NDC 51079-299-17 
NDC 0378-0152-10 

Physical Description 

Imprint: MYLAN 152 
Form: Oral Tablet 
Color; V\8iile 
Shape: Circle 


© 1974- 2010 Thomson Reuters. All rights reserved. 


i/i'i/Dnin 

Folk OIG PRR 048055 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page I of 2 


POISINDEX® Product List 


Cyclobenzaprine Hydrochloride 
Also known as Cyclobenzaprine HCI 
Regulatory-Status: RX 


Ingredients 


Active-Ingredient; Cyclobenzaprine Hydrochloride -10 MG 


Excipients: Magnesium Stearate 

Cellulose, Microcrystalline 

Polydextrose 

Polyethylene Glycol 

Sodium Lauryl Sulfate 

Titanium Dioxide 

Triacetin 

Lecithin 

Sodium Alginate 
Ferric Oxide, Yellow 
Silicon Dioxide, Coltoidai 
Croscarmellose Sodium 
Hypromellose 
Lactose (Monohydrate) 

Availability & Manufacturing 

Availability: United States 

Available-Container-Sizes: Strip of 1; Bottle of 30; Strip of 25; Strip of 100; Bottle of 100; Strip of 45; Bottle of 1000 
Contact; Mylan Pharmaceuticals 
Product ID: 5191104 


AAPCC Code; 003921 - Cyclobenzaprine 


Registry Numbers: NDC 51079-644-93 
NDC 0378-0751-93 
NDC 51079-644-19 
NDC 51079-644-01 
NDC 51079-644-20 
NDC 0378-0751-01 
NDC 51079-644-97 
NDC 51079-644-17 
NDC 0378-0751-10 


Physical Description 

Imprints; M - The tablet is debossed with M on one side and 751 on the other. 
751 


Alt Imprints: M751 - The tablet is debossed with M on one side and 751 on the other. 
M751 


Form: Oral Tablet 


Color: Butterscotch Yellow 


httD;//www.thomsoiihc.com/hcs/Iibrarian/PFDefaultActionTd/nf PrintReadv 1 /I 0 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 2 of2 


Shape; Circle 


© 1974- 2010 Thomson Reuters. All rights reserved. 


]/i,v?.nin 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 


AGENCY ANALYST 

Evidence Wt 


PHYSICAL DESCRIPTION: 

vtO_A^ % CsxJXCVJ:^ CJISa/ld^'-^ 



Gross Wt ( ) 

GrossWt ( ) 

Pkg. Wt 
NetWt 


PRELIWItNARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocrvstalUne Tests 
Gold 

Chloride_ 

TLTAX_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS t^nrr- -tQ 
•^ATE V- kS-t O 


Revised 7/2005 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR __ 

DATE 


Folk OIG PRR 048058 










DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No, of samples tested; 


AGENCY ^ Was o • ANALYST 

Evidence Wi 




PHYSICAL DESCRIPTION: 

dLuujS— ’vS'N ^ t"< CX 'y*V(2r^'\ <XVvCX 


Gross Wt < ); 

Gross Wt { ): 

Pkg. Wti 
Net Wt; 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTAX_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS loQ— . 

date \ - \ 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE 



Re^, 

Folk OIG PRR_048059 











Pharmaceutical Analysis Sheet 




LD. Source 



V'N 



l iijyl 1 , 0 , L^xinn-^iC^r<\te>V N^S chemist _completed \"-\'S"l<Q 

viS^^^src-\c'v\cs\ ■ 




Sample _City_E.O, wemht 

Count_Dcscripiron. 

Ballistic I.D. _ ' 

I.D. Source__ 

Final I.D.__MS chemist_completed^_ 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Sronyx - White Tablet 

Regulatory-Status; RX 

Ingredients 

Active-Ingredients: Levonorgesfrel - 0.1 MG 
Ethinyl Estradiol - 0.02 MG 

Excipients: Celluiose, Microcrystalline (PH 102) 

Povidone {K29/32) 

Croscarmellose Sodium 
Lactose (Monohydrate) 

Magnesium Stearate 

Availability & Manufacturing 

Availability; United States 
Available-Container-Size: Dispenser Pack of 21 
Contact: Watson Laboratories 
Product ID: 6746460 
AAPCC Code; 068000 - oral Contraceptives 

Registry Number: NOC 52544-967-28 

Notes 

Notes; This product is part of a 28-day oral contraceptive dispenser pack containing 21 white 
tablets and 7 peach tablets. 

Physical Description 

Imprints; WATSON - The tablet is debossed with WATSON on one side and 967 on the other side. 
967 

Form: Oral Tablet 
Color: White 
Shape: Circle 

© 1974- 2010 Thomson Reuters. All rights reserved. 


i/n/^.n 10 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 
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POISINDEX® Product List 



Ogestrel White Tablet 


Regulatory-Status; 

RX 


Ingredients 



Active-Ingredients; 

Norgeslrel - 0.5 MG 

Ethinyl Estradiol - 0.5 MG 


Excipients: 

Povidone 

Croscarmellose Sodium 

Lactose 

Magnesium Stearate 
mlcrocrystalline cellulose 


Availability & Manufacturing 


Avaffabilityr 

United Slates 

i 

AvaHabfe-Contafner-Size: 

28“day tablet dispenser 

j 

Contact: 

Watson Laboratories 

I 

Product ID: 

6489218 


AAPCC Code: 

068000 - oral Contraceptives 


Registry Number: 

NDC 52544-0847^28 

i 

Notes 


1 

Notes: 

This product is part of a 28-day oral contraceptive packet that contains 21 white tablets ar 
peach placebo tablets* 

Physical Description 



Imprint: 

Watson; 847 

1 

Form: 

28-day tablet pack 


Colon 

white 

■ 

Shape: 

Circle 



Images for NDC 52544-0847-28 


http;//www.thomsonhc.com/hcs/librariaii/PFDefaultActionId/of.PrintReadv 
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Images for NDC 52544-0847-28 





© 1974- 2010 Thomson Reuters. M rights reser/ed. 
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Pharmaceutical Analysis Snect 


_C-i(y E.O. weiL'lit_ A 


Description: 






Ballistic I D Or\ So 

I D Souice ry\ ( 

<>cConj2 (. "S.- \o^ 




!iul I.D. O^SALtrdiiy^ MS chemist ^ completed —\Q 


oampic r \ 


Count__Dcscripti 


Cirv y\ 


b-0. weitmt b' 


^XSUV clO 


Ballistic ID. 






rv£LVv-^‘v:-r N 




O >^^loc^cDrxi 




Kinal I.D. 


MS chemist^_completed_ 2-^ \ ^ \ 0 


Sample ■/ 


E.O. weight 


Description: 


Ballistic LD. 


.D, Source 


Final I.D, 


MS ciienust 


complcred 
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POISINDEX® Product List 



Oxycodone Hydrochloride 


Regulatory-Status: 

Schedule II 


Ingredients 



Active-Ingredient; 

Oxycodone Hydrochloride - 30 MG 


Excipients; 

Cellulose, Microcrystalline 

Sodium Starch Glycolate 

Starch, Corn 

Lactose 

Stearic Acid 

FD&C Blue No. 2 


Availability & Manufacturing 


Availability: 

United States 


Available-Container-Size: 

Bottle of 100 


Contact: 

Covidien Mallinckrodt 


Product ID: 

6594281 


AAPCC Code: 

037705 - Oxycodone Alone or in Combination (Excluding Combination Products with i 

Acetaminophen or Acetylsalicylic Acid) 

Registry Number: 

NDC 0406-8530-01 


Physical Description 



Imprints: 

M - The M enclosed in a box is Imprinted on one side and 30 above the 
imprinted on the reverse side. 

30 

score is 

Alt Imprints: 

M30 - The M enclosed in a box is Imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M30 1 

Form: 

Oral Tablet 


Color; 

Light Blue 


; Shape: 

Circle 


© 1974- 2010 Thomson Reuters. All rights reserved. 


http://www.thomsonhc.com/lics/librarian/PFDefaultActioiiId/of.PrintReadv 

i/H/?nio 

Folk_OIG_PRR_048065 






MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 

Oxycodone Hydrochloride 
Also known as Oxycodone HCi 
Regulatory-Status: Schedule II 
Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: FD&C Blue No. 2 Aluminum Lake 
Lactose (Monohydrate) 

Cellulose, Microcrystalline 
Silicon Dioxide 
Sodium Starch Glycolate 
Stearic Acid 
Starch, Corn 

Availability & Manufacturing 

Availability: United States 

Available-Contatner-SIzes: Bottle of 100; 10X10 
Contact; Actavis Totowa 
Product ID: 6527175 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acelylsalicylic Acid) 

Registry Numbers: NDC 52152-215-02 
NDC 52152-215-11 

Notes 

Notes: Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006. 

Physical Description 

Imprint: A; 215 
Form: Oral Tablet 
Color: Blue 
Shape: Circle 

© 1974- 2010 Thomson Reuters. All rights reserved. 


http://www.thomsonhc.com/hcs/librarian/PFDefaultActionId/Df.PrintReadv 1/15/2010 

Folk OIG PRR 048066 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM6\01_26__10\693214.D 

Operator : P.PIRO 

Date Acquired r 26 Jan 2010 18:08 

Sample Name ; BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: WSCREEN 
Integrator : RTE 


Abundance TIC; 693214.b\data.ms 



Ti'nrie-> 2.00 4.00 6.00 8.00 10.00 12.00 14.00 16.00 18.00 20.00 22.00 24.00 26.00 28.00 


Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


j 


693214.D Wed May 11 15:37:36 2011 Page 1 


Folk OIG PRR 048067 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q1-2010\SYSTEM6\01_26_10\693215.D 
P.PIRO 

26 Jan 2010 18:42 

BUPRENORPHINE STD 

15 

WSCREEN 

RTE 


Abundance TIC; 693215-D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

16,236 

4380888 

100.00 

100.00 


693215.D Wed May 11 15:37:40 2011 Page 1 | 

I 

i 

i 


Folk OIG PRR 048068 













Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

F:\Q1-2010\SYSTEM6\01_26_10\693215.D 
P.PIRO 

26 Jan 2010 18:42 

BUPRENORPHINE STD 

15 

WSCREEN 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


16.24 C:\Database\NIST08.L 

6.14- Ethenomorphinan~7‘“methanol, 17 052485-79“7 99 

6.14- Ethenomorphinan-7-methanol, 17 052485-79-7 99 

6.14- Ethenomorphinan-7“methanol, 17 052485-79-7 96 


Abundance 


80 


60 

40 

20 


55 


Average of 16.035 to 16.545 min.: 693215.DVda(a,ms (-) 


m/z-> 


jli} ,l 4 ! 

T TTT'TT T 


101 

, , ,,123 1,5161 181197 216 239256 282 305 


336 


352 


t - n - j < j' fi r i ^ [; r ’ i “ i ^ i iTrfr rn^r rr- q -T- t - r f- p t T i-j-T 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


410 


394 


434 


4|0467 



693215.D 


Wed May 11 15:37:41 2011 


Page 2 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-2010\SYSTEMe\01J26_10\693226,D 
P.PIRO 

27 Jan 2010 00:57 

BLANK 
ASD 
1 

WSCREEN 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


693226.D Wed May 11 15:38:35 2011 


Page 1 


Folk OIG PRR 048070 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM6\01_26_10\693227,D 
P,PIRO 

27 Jan 2010 1:31 


ASD 

27 

WSCREEN 

RTE 



Time-> 2.00 4.00 6.00 6.00 10.00 12.00 14.00 16.00 16.00 20.00 22.00 24.00 26.00 26.00 


Ret, Time 

Area 

Area % 

Ratio % 

2.292 

139567 

1.79 

2.77 

6.531 

1075353 

13.82 

21.33 

6.703 

433819 

5.58 

8.61 

7,349 

1090538 

14.02 

21.64 

16.242 

5040359 

64.79 

100.00 


i 

i 


693227,D 


Wed May 11 15:38:39 2011 


Page 1 


Folk OIG PRR 048071 











Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q1-2010\SYSTEM6\01 26 

10\693227.D 


Operator 

P. PIRO 



Date Acquired 

27 Jan 2010 1:31 



Sample Name 




Submitted by 

ASD 



Vial Number 

27 



AcquisitionMeth 

WSCREEN 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS« 

Qual 


1 


2.29 C s\Database\NIST08.L 

2,5■’Furandione, dihydro-3-methylene 002170-03-8 
1,2“Pentadiene 000591-95-7 
2H-Pyran-2-one 000504-31-4 


91 

83 

83 


Abundance 

80 


3^ 


Average of 2.266 to 1428 min.: 693227.D\data.ms (-) 
63 


60 


40 


20 


0 


32 


m/z-> 20 26 


30 


r-q-r 

35 


40 


44 

-Ain 

45 


53 


49 J 

T-rp-H 

60 


55 


V T'T Ty T'lf 

60 


n-pn 

65 


p-nrrrp r 

70 75 


84 


■p-r 

80 35 


96 

f I I I M I I I I 

90 96 


100 105 


112 

rTJT"t*T*' 

110 


115 



693227.D Wed May 11 15:38:39 2011 


Page 2 


Folk OIG PRR 048072 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM6\01_26_10\693227,D 
P,PIRO 

27 Jan 2010 1:31 


ASD 
27 

WSCREEN 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C: \Database\PMW__T0X2 , L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

6.53 

C:\Database\NIST08,L 





Glucitol 

026566-34-7 

91 



D-Mannitol 

000069-65-8 

90 



Sorbitol 

000050-70-4 

87 



Abundance 


#46252: Glucitol 



693227,D Wed May 11 15:38:39 2011 


Page 3 


Folk_OIG_PRR_048073 















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM6\01_26_10\693227.D 

Operator : p,PIRO 

Date Acquired : 27 Jan 201 0 1:31 

Sample Name r 

Submitted by : ASD 

Vial Number : 27 

AcquisitionMeth: WSCREEN 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality; 80 

C : \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


3 6.70 C:\Database\NIST08.L 

n-Hexadecanoic acid 000057-10-3 99 
n-Hexadecanoic acid 000057-10-3 99 
Octadecanoic acid 000057-11-4 90 


Abunciance Average of 6.679 io 6.827 min.: 693227,b\data.ms (-) 



m/z-> 40 60_80 too 120_140 160 180 ..^00_ 220 240 260 280 


Abundance #102726: n-Hexadecanolc acid 



693227,D Wed May 11 15:38:40 2011 Page 4 


Folk OIG PRR 048074 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q1-2010\SYSTEM6\01 26 

10\693227.D 

Operator 

P.PIRO 


Date Acquired 

27 Jan 2010 1:31 


Sample Name 



Submitted by 
Vial Number 

27 


AcquisitionMeth 

WSGREEN 


Integrator 

RTE 


Search Libraries; C:\Database\SLI.L 

Minimum Quality; 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PKjf RT 

Library/ID 

CAS# Qual 


4 7.35 C:\Database\NIST08.L 


Octadecanoic 

acid 

000057-11-4 

97 

Octadecanoic 

acid 

000057-11-4 

96 

Octadecanoic 

acid 

000057-11-4 

94 


Abundance 


Average of 7.301 to 7.509 min.: 693227.D\data.ms (-) 



Abundance #124560: Octadecanolc acid 



693227.D Wed May 11 15:38:40 2011 Page 5 


Folk OIG PRR 048075 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM6\01_26_10\693227.D 
P.PIRO 

27 Jan 2010 1:31 


ASD 

27 

WSGREEN 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


5 16.24 


C:\Database\NIST08.L 
6,14-Ethenomorphinan-7-methanol, 
6,14-Ethenomorphinan-7-methanol, 
6,14-Ethenomorphinan-7-methanol, 


17 052485-79-7 
17 052485-79-7 
17 052485-79-7 


99 

99 

97 


Abun<^anc6 


80 


60 


40 


20 




55 




84 


Average of 16.047 to 16.556 min.: 693227.D\data.ms (-) 


378 




40 


60 


iiLuil 


101 

I 123 152 181197 216 239256 281 


80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


336’ 


352 


410 




434 


4150467 



693227.D 


Wed May 11 15:38:40 2011 


Page 6 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM6\01_26_10\693228,D 
P.PIRO 

27 Jan 2010 2:05 

BLANK 
ASD 
1 

WSCREEN 

RTE 


Abundance TIC: 693228.0\data.ms 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


693228*D Wed May 11 15:38:44 2011 


Page 1 


Folk OIG PRR 048077 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q1"2010\SYSTEM6\01_26__10\693229*D 
P.PIRO 

27 Jan 2010 2:39 

BLANK 
ASD 
1 

WSCREEN 

RTE 


Abundance TIC: 693229*0\data.m$ 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


693229.D 


Wed May 11 15:38:49 2011 


Page 1 


Folk OIG PRR 048078 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F:\Ql-2010\SySTEM6\01_26_10\693230.D 

P.PIRO 

27 Jan 2010 3:13 


ASD 

30 

WSCREEN 

RTE 


Abundance TIC: 693230.D\dala.ms 



Ret. Time 

Area 

Area % 

Ratio : 

2.286 

111491 

1.56 

2.70 

2.724 

142879 

2.00 

3.46 

6.495 

825615 

11.57 

19,97 

6.703 

370364 

5.19 

8.96 

7.343 

948485 

13.29 

22.94 

9.537 

603603 

8.46 

14.60 

16.230 

4134248 

57.93 

100,00 


693230,D 


Wed May 11 15:38:53 2011 


Page l 


Folk OIG PRR 048079 








Area Percent: / Library Search Report 


Information from Data File; 


File Name 

F:\Q1-2010\SYSTEM6\01 26 

10\693230.D 

Operator 

P.PIRO 


Date Acquired 

27 Jan 2010 3:13 


Sample Name 



Submitted by 

ASD 


Vial Number 

30 


AcquisitionMeth 

WSCREEN 


Integrator 

RTE 


Search Libraries: C:\Database\SLI,L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2,L 

Minimum Quality; 80 

PK# RT 

Library/ID 

CAS# Qual 


1 2.29 C:\Database\NIST08.L 



2,5“Furandione, 

dihydro-3-methylene 002170-03-8 

90 


2H“Pyran-2-one 

000504-31-4 

83 


2K“Pyran-2-one 

000504-31-4 

83 

Abundance 

Average of 2.244 to 2,428 min.: 693230. D\data. ms (-) 

1 39 

68 



80 


60 

40 





53 

49 I 57 

rrTJTtTTJTTT- 

50 55 


,, 77 84 93 

H 4'P TUI j I t { i j » t > I j I t M I t I i i T 

60 65 70 75 80 85 90 


112 

-rrfrr- 


121 


95 100 105 110 115 120 



693230.D Wed May 11 15:38:53 2011 Page 2 


Folk OIG PRR 048080 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM6\01_26_10\693230.D 

P.PIRO 

27 Jan 2010 3:13 


ASD 

30 

WSCREEN 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

2.72 

C:\Database\NIST08.L 





D-Limonene 

0D5989“27-5 

95 



D-Limonene 

005989-27-5 

94 



D-Limonene 

005989-27-5 

94 




693230.D Wed May 11 15:38:53 2011 


Page 3 


Folk OIG PRR 048081 











Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by i 
Vial Number : 
AcquisitionMeth: 
Integrator : 


F: \Q1-’2010\SYSTEM6\01__26__10\693230 .D 
P.PIRO 

27 Jan 2010 3:13 


ASD 

30 

WSCREEN 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NISTO8,L Minimum Quality: 80 

C: \Database\PMW__T0X2 . L 


PK# RT 

Library/ID 

CAS# 

Qual 

3 6.50 

C:\Database\NIST08.L 




D-Mannitol 

000069-65-8 

86 


D-Mannibol 

000069-65-8 

86 


Sorbitol 

000050-70-4 

83 


Abundance 


m/z-> 



Abundance 


#46260: D^Mannilol 



693230.D Wed May 11 15:38:54 2011 Page 4 

Folk OIG PRR_048082 















Area Percent / Library Search Report 


Information from Data File: 



Pile Name 

P:\Q1-2010\SYSTEM6\01 26 

_10\693230.D 


Operator 

P. PIRO 



Date Acquired 

27 Jan 2010 3:13 



Sample Name 




Submitted by 

ASD 



Vial Number 

30 



AcquisitionMeth 

WSCREEN 



Integrator 

RTE 



Search Libraries: C;\Database\SLI.L 

Minimum Quality; 

: 80 


C:\Database\NIST08.L 

C: \Database\PM14_TOX2 . L 

Minimum Quality; 

: 80 

PK# RT 

Library/ID 

CAS# Qual 

4 6.70 C:\Database\NIST08.L 




n-Hexadecanoic acid 

000057-10-3 

98 


n-Hexadecanoic acid 

000057-10-3 

95 


Pentadecanoic acid 

001002-84-2 

90 



Abundance #102726: n-Hexadecanoic acid 



693230.D Wed May 11 15:38:54 2011 Page 5 


Folk_OIG_PRR_048083 




























Area Percent / Library Search Report 


Information from Data File: 

File Name r F:\Q1-2010\SYSTEM6\01_26_10\693230.D 

Operator : P,PIRO 

Date Acquired : 27 Jan 2010 3:13 

Sample Name : 

Submitted by : ASD 

Vial Number : 30 

AcquisitionMeth: WSCREEN 
Integrator : RTE 


Search Libraries; C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


5 7,34 C:\Database\NIST08.L 


Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

96 




693230.D Wed May 11 15:38:54 2011 


Page 6 


Folk_OIG_PRR 048084 



















Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q1-2010\SYSTEM6\01 26 

_10\693230.D 


Operator 

P. PIRO 



Date Acquired 

27 Jan 2010 3:13 



Sample Name 




Submitted by 

ASD 



Vial Number 

30 



AcquisitionMeth 

WSCREEN 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

Minimum 

Quality: 80 


C:\Database\PMlfl_TOX2.L 



PK# RT 

Library/ID 

CASS 

1 Qual 


6 9.54 C:\Database\NIST08,L 

Morphinan“6-one, 4,5-epoxy-3,14-dih 000465-65-6 99 
Morphinan-6“One, 4,B-epoxy-S,14-dih 000465-65-6 99 
Morphinan-6-one, 4,5-epoxy-3,14-dih 000465-65-6 97 



693230.D Wed May 11 15:38:55 2011 Page 7 


Folk OIG PRR 048085 
















Area Percent / Library Search Report 


Information from Data File: 

Pile Name : F; \Q1-2010\SYSTEM6\01__26__10\693230 .D 

Operator : P.PIRO 

Date Acquired : 27Jan2010 3:13 

Sample Name : 

Submitted by : ASD 

Vial Number : 30 

AcquisitionMeth: WSCREEN 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08»L Minimum Quality; 80 

C;\Database\PMW_TOX2,L 

PK# RT Library/ID CAS# Qual 


7 16.23 C:\Database\NIST08,L 

6 ; 14"Ethenomorphinan'-7-methanol, 17 052485-79-7 99 
6,14-Ethenomorphinan-7-methanol, 17 052485-79-7 99 
6,14"Ethenomorphinan-7-methanol, 17 052485-79-7 97 



693230.D Wed May 11 15:38:55 2011 Page 8 


Folk OIG PRR 048086 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-2010\BYSTEMe\01J26_10\693231.D 

P.PIRO 

27 Jan 2010 3:47 

BLANK 
ASD 
1 

WSCREEN 

RTE 


Abundance tfC; 693231.DVdata.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


693231,D Wed May 11 15:38:59 2011 Page 1 


Folk OIG PRR 048087 






Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM6\01_26_10\693232.D 
P.PIRO 

27 Jan 2010 4:21 

BLANK 
ASD 
1 

WSGREEN 
RTE 


Abundance .. TIC: 693232.D\dala.ms 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


693232,D Wed May 11 15:39:04 2011 


Page 1 


Folk OIG PRR 048088 




Area Percent / Library Search Report 


Information from Data File: 

File Name : F: \Q1-2010\SYSTE)M6\01_26__10\693233 ,D 

Operator ; P* PIRO 

Date Acquired ; 27 Jan 2010 4:55 

Sample Name : 

Submitted by : ASD 

Vial Number : 33 

AcquisitionMeth: WSCREEN 
Integrator ; RTE 


Abundance TfC: 693233.D\data.ms 

eOOOOOj 7.343 16107 



Time:-> __2,00 4.00_6,00 8.0 0 10 .00 12.Q O 14,0 0 16.p0„__m00 20.00.2_2,00 24,00. 26.00 28.00 


Ret. Time Area Area % Ratio % 


2 

. 730 

118085 

2 , 

.22 

3 , 

.76 

6 

. 471 

685106 

12 , 

.87 

21, 

.81 

6 

.703 

259699 

4 , 

.88 

8, 

.27 

7 

.343 

656834 

12 , 

.34 

20 , 

. 91 

9 

.531 

462982 

8 , 

.70 

14 , 

.74 

16 

.207 

3141576 

59. 

.00 

100. 

. 00 


693233.D Wed May 11 15:39:08 2011 Page 1 


Folk OIG PRR 048089 








Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q1-2010\SYSTEM6\01 26 

_10\693233 .D 


Operator 

P. PIRO 



Date Acquired 

27 Jan 2010 4;55 



Sample Name 




Submitted by 

ASD 



Vial Number 

33 



AcquisitionMeth 

WSCREEN 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum Quality; 

: 80 


C:\Database\NIST08.L 

C;\Database\PMW_TOX2.L 

Minimum Quality; 

: 80 

PK# RT 

Library/ID 

CAS# Qual 


1 2.73 C;\Database\NIST08,L 

Cyciohexene, l-methyl-4"(l-methylet 005989-54-8 96 
D~Limonene 005989-27-5 94 
Limonene 000138-86-3 91 


Abundance 

80 

60 

40 

20 


30 


39 

1 


Average of 2.683 to 2.825 min.: 693233.D\data.ms (-) 


93 


53 


68 


63! 

T-l-rff 


79 


107 


M ) j r I n ( rr rT y r- n - f ^tt-f- r |- i rrf M M 1 1 i j < j nr i r| i - m -y- m - T ji I f M i i j n u | M f f fn - T T yH - r j- f i p < ^ i m ] 11 j i f ■ i m j i 

25 30 36 40 45 60 55 60 65 70 75 80 85 90 95 100 105 110 115 120 125 130 135 140 


121 


116 


m/z-> 


T j ri ] 


136 



693233.D Wed May 11 15;39;09 2011 


Page 2 


Folk_OIG_PRR_048090 









Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM6\01_26_10\693233.D 

Operator : P,PIR0 

Date Acquired : 27 Jan 2010 4:55 

Sample Name ; 

Submitted by : ASD 

Vial Number : 33 

AcquisitionMeth; WSCREEN 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 80 

C;\Database\PMW_TOX2,L 

PK# RT Library/ID CAS# Qual 


2 6,47 C:\Database\NIST08.L 

Sorbitol 
D“Mannitol 
Sorbitol 


000050-70-4 91 
000069-65-8 90 
000050-70-4 87 


Abundance Average of 6.169 to 6.673 mm.: 693233.D\data.ms (0 



Abundance 


#46251; Sorbitol 


m/2-> 



693233.D Wed May 11 15:39:09 2011 


Page 3 


Folk_OIG_PRR 048091 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q1-2010\SYSTEM6\01__26__10\693233 ,D 
P. PIRO 

27 Jan 2010 4:55 


ASD 

33 

WSCREEN 

RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NlST08.L Minimum Quality: 80 

C; \Database\PMW__TOX2 . L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

3 

6,70 

C:\Database\NIST08.L 





n-Hexadecanoic acid 

000057-10-3 

99 



n-Hexadecanoic acid 

000057-10-3 

99 



Pentadecanoic acid 

001002-84-2 

90 


Abundance Average of 6.673 to 6.833 min.: 693233.D\data.!Tis (-) 



Abundance . #102726: n-Hexadecanolc acid 



693233,D 


Wed May 11 15:39:09 2011 


Page 4 


Folk OIG PRR 048092 












Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM6\01_26_10\693233.D 

Operator : P,PIRO 

Date Acquired : 27 Jan 2010 4:55 

Sample Name : 

Submitted by : ASD 

Vial Number : 33 

AcquisitionMeth: WSCREEN 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMW_TOX2 . L, 


PKft 

RT 

Library/ID 

CAS# 

Qual 

4 

7.34 

C:\Database\NIST08.L 





Octadecanoic acid 

000057-11-4 

99 



Octadecanoic acid 

000057-11-4 

96 



Octadecanoic acid 

000057-11-4 

95 


Abundance Average of 7.301 to 7.521 min.: 69323 l0\dala.ms (-) 



693233.D Wed May 11 15:39:10 2011 Page 5 


Folk_OIG_PRR_048093 

















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM6\01_26_10\693233.D 

Operator : P.PIRO 

Date Acquired : 27 Jan 2Q1Q 4:55 

Sample Name : 

Submitted by : ASD 

Vial Number : 33 

AcquisitionMeth: WSCREEN 
Integrator : RTE 


Search Libraries; C;\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality; 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CASit Qual 


5 9.53 C;\Database\NIST08.L 

Morphinan-6-one, 4,S-epoxy-S,14-dih 000465-65-6 99 
Morphinan-6-one, 4,5-epoxy-3,14-dih 000465-65-6 99 
Morphinan-6-one, 4,5-epoxy-3,14-dih 000465-65-6 97 



693233.D Wed May 11 15:39:10 2011 Page 6 


Folk^OIG PRR 048094 








Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM6\01_26_10\693233.D 
P.PIRO 

27 Jan 2010 4:55 


ASD 
33 

WSGREEN 
RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality; 80 

C;\Database\PMW_T0X2,L 

RT Library/ID CAS# Qual 


6 16,21 C;\Database\NIST08,L 

6.14- Ethenomorphinan"7-methanol, 17 052485-79-7 99 

6.14- Ethenomorphinan-7-methanol, 17 052485-79-7 99 

6,14-Ethenomorphinan-7-methanol, 17 052485-79-7 96 



Abundance#209837: 6,14-Ethenomofphman-7-methanol, 17-(cydopropyfmelhylh.alpha.-(1 .l-dimethylefhylH.S-epoxy- 

StS 


80 

60 

40 

20 


m/z>-> 


65 




64 352 , 

I j 123^41 161 181197 216 239266 281 306 I 


410 


394 


434 


4^0467 


. r Y i " T-i " y^T V'M^}rVyi’l''V ' i ^ W fT ji' I r’t f I 'l’ - fn j ’t ' i |-T-r‘‘)'^Y- p '} " i ' I rp I F t ' pTt I i'[ ' 1 ^ I t ,, 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


693233,D 


Wed May 11 15:39:11 2011 


Page 7 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-201Q\SYSrEM6\01_26Jl0\693231 .D 
P. PIRO 

27 Jan 2010 7:11 

BLANK 


VJSCREEN 

RTE 


Abundance ~ ' TIC; 693237.0\data,ms 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


693237.D Wed May 11 15:39:38 2011 


Page 1 


Folk_OIG_PRR 048096 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-2010\3YSTEne\01__26_10\69323S .D 
P.PIRC 

27 Jan 2010 7:45 

BLANK 

1 

WSCREEN 

RTE 


Abundance TIC: 693238.D\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


693238 


Wed May 11 15:39:42 2011 


Page 1 


Folk_OIG_PRR_048097 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator i 


Data File: 

F:\Q1-2010\SYSTEM6\01_26_10\693239,D 
P.PIRO 

27 Jan 2010 8;19 

BOPRENORPHINE STD 

IB 

WSCREEN 

RTE 


Abundance TIC: 693239,D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

16.230 

4333173 

100.00 

100.00 


693239.D 


Wed May 11 15:39:45 2011 


Page 1 


Folk_OIG_PRR 048098 





Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q1-2010\SYSTEM6\01 26 

10\693239.D 

Operator 

P.PIRO 


Date Acquired 

27 Jan 2010 8:19 


Sample Name 
Submitted by 

BUPRENORPHINE STD 


Vial Number 

15 


AcquisitionMe th 

WSGREEN 


Integrator 

RTE 


Search Libraries; C:\Database\SLI.L 

Minimum Quality; 80 


C;\Database\NIST0 8.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


1 16*23 C:\Database\NlST08*L 

6; 14-EthenoTnorphinan-7-methanol, 17 052485-79'-7 99 
6; 14-Ethenomorphinan'-7“mefchanol, 17 052485-'79-7 99 
6,14'-EthenoTnorphinan-7-methanol, 17 052485-79-7 97 


Abundance 


80 


60 

40 

20 


m/z-> 


55 


4 




Average of 16.029 to 16.468 min.: 693289.D\data.ms (-) 


84 


101 


jli , llin J.riij 


,,■>23 145^61 181197 216 239266 281 


307 


336^f^ I 


' ri'l I' f'f iY'l'v"^ > f 'j | rvi i j'i ' i 1y f' l ] p ' i' i" ii'Y ?" i I ' i 'f i' <t^ I r< i 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


410 


il'* 


434 


4fe0467 

-All 


Abundaiice#209835: 6.14-Elhenomorphinan'7-fr)ethanol, 17-(cyclopropylmethyl)-.alpha.-(1,1-dimelhylefhyl)>4,5-epoxy- 

3t8 

80 


60 


40 


20 


55 


63 101 


m/z-> 


336 


: 123141 1651811982]® 239266 2802g6':iio 


362 


Y rj'l t i' ' i i ; i r ^ rr- j - I^T i fj i t rT ' pr T- rr y n n- j " i i i i i jt 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 




410 


T i 

T+WrfV 


434 


i. , 1 .. 


693239.D 


Wed May 11 15:39:46 2011 


Page 2 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q1-2010\SYSTEM6\01_26__10\693241 ,D 
P.PIRO 

27 Jan 2010 9:29 

BLANK 

1 

DRUGS 

RTE 


Abundance ~ T(C: 693241.D\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS 


693241.D Wed May 11 15:40:18 2011 


Page 1 


Folk_OIG_PRR 048100 







Area Percent / Library Search Report 


Information from Data Filer 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM6\01_26_10\693242,D 
P. PIRO 

27 Jan 2010 9:42 

HEROIN STD 

42 

DRUGS 

RTE 


Abundance TIC: 693242,D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

6.283 

1335882 

100.00 

100.00 


693242.D Wed May 11 15:40:22 2011 Page 1 


Folk_OIG_PRR 048101 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name ; 
Submitted by ; 
Vial Number ; 
AcquisitionMeth: 
Integrator ; 


Data File; 

FAQ1"2 010\SYSTEM6\01_26_10\693242 .D 
P.PIRO 

27 Jan 2010 9:42 

HEROIN STD 

42 

DRUGS 

RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# ^ Qual 


1 6.28 C;\Database\SLI.L 

HEROIN 000561-27-3 99 




693242,D 


Wed May 11 15:40:22 2011 


Page 2 


Folk OIG PRR 048102 
















Area Percent / Library Search Report 


Information from 
Pile Name ; 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q1-2010\SYSTEM6\01__26_10\693243 .D 
P.PIRO 

27 Jan 2010 9:54 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TIC: 693243.D\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


693243,D 


Wed May 11 15:40:26 2011 


Page 1 


Folk OIG PRR 048103 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM6\01_26_10\693244.D 
P, PIRO 

27 Jan 2010 10:07 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TIC: 5§5244.D\dala.ms 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


693244,D Wed May 11 15:40:29 2011 


Page 1 


Folk OIG PRR 048104 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM6\01_26_10\693245.D 

P.PIRO 

27 Jan 2010 10:20 


ASD 
45 

DRUGS 

RTS 



Time-> 2.00 2.50 3.Q0 3 .50 4.00 4,60 5.00 5,50 6.00 6,50 7,00 7.50 a.QQ 8.5Q 9.Q0 9.50 


Ret, Time 


Area Area % Ratio % 


2.983 

668290 

12.46 

27.35 

3.168 

1107229 

20.65 

45.32 

3.744 

150051 

2.80 

6,14 

4.516 

2443231 

45.57 

100.00 

5.764 

123519 

2.30 

5.06 

6.283 

869133 

16.21 

35.57 


693245.D 


VJed May 11 15:40:33 2011 


Page 1 


Folk OIG PRR 048105 











Area Percent / Library Search Report 


Information from Data File; 


File Name 

F;\Q1-2010\SYSTEM6\01 26 

10\693245.D 

Operator 

P,PIRO 


Date Acquired 
Sample Name 

: 2 0 


Submitted by 

ASD 


Vial Number 

45 


AcquisitionMe th 

DRUGS 

j 

Integrator 

RTE 


Search Libraries; C;\Database\SLI.L 

Minimum Quality: 80 


C;\Database\NIST08.L 

C: \Database\ PMIfJ_TOX2 . L 

Minimum Quality: 80 | 

PK# RT 

Library/ID 

CAS# Qual 


1 2.98 C*. \Database\PMW_T0X2,L 

Valproic acid 
Aminoethanol 
Myristic acid 


000099-66-1 9 
000141-43-5 3 
000544-63-8 2 


Abundance 




60 

40 

20 




Average of 2787 to 3,020 min.: 693245.D\data.ms (-) 


43 


61 


5f| 




103 


85 




-117 133 

126.1 1,^5 161 177 


r1 r - n rj'r T r- i |i i g i 


207 


m/z-> 4 0 50 60 70__ 80_90 100 110 120 13 0 _140 150 160 iTo' iTo' ’ 190^200 ’ 


Abundance 


80 


60 


40 


20 


713 


#1019: Valproic add 


P575 


67 




r-p-^r-r r-p-rVT'i < ( r t*|-t 


102 


87 




115 


-p-rr-TT-F 7--r--r-|-r-r i . } t i j p t j i ; m i j . < i r'y i i . < | < 

40 _ 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


693245,D 


Wed May 11 15r40:34 2011 


Page 


Folk_OlG_PRR_048106 








Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM6\01_26_10\693245,D 
P.PIRO 

27 Jan 2010 10:20 


ASD 

45 

DRUGS 

RTE 


Search Libraries: 


C;\Database\SLI.L 
C;\Database\NIST08.L 
C:\Database\PMW TOX2,L 


Minimum Quality; 80 
Minimum Quality: 80 


PK# RT 


Library/ID 


CAS# 


Qual 


3,17 


C:\Database\NIST08.L 
Caffeine 
Caffeine 
Caffeine 


000058-08-2 96 
000058-08-2 96 
000058-08-2 96 


Abundance 

80 

60 

40 

20 

0 


55 67 


rri/z-> 

Abundance 

80 

60 

40 

20 

0 

m/z--> 


42 

41 


Average of 3.147 to 3,316 mm.: 693245.0\data.ms (-) 


82 


109 


104 


94 


136 105 

121 1,1^ 149 ( 179 

I f'r - n 1 ) t I 4 ^ ^ j I T- T"l’ [ i ) !■ I M - t t- 


r-ri yrT i i -y i I ' f r-j-i I [ I ' p i'i 1 ! rrj-Vi I I i j f rrf | i i n-n \ n 

40 50 60 70 80 90 100 110 120 130 140 160 160 170 180 190 200 


#55119: Caffeine 


194 


109 


67 


56 I 

62 


42 I 

I j 1 1 1 

i! 94 

j' ) • r I 1 ' H'4 V 1 1 ! 1 ' rTT-r-rl 

1'^fi 165 1 

|| 122 149 ,j 176 

4^1 1 M 1 i t-T-V 1 t i m M IT-T-tl 1 1 1 i 1 Pf-» |-r-!T-rT-TT-T-^Vl 


207 


40 60 60 70 80 90 100 110 120 130 140 160 160 170 180 190 200 


693245.D Wed May 11 15:40'.34 2011 


Page 3 


Folk_OIG_PRR_048107 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM6\01_26_10\693245.D 
P,PIRO 

27 Jan 2010 10:20 


ASD 

45 

DRUGS 

RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality 

: 80 


C:\Database\NIST08.L 

C;\Database\PMW_T0X2,L 

Minimum Quality 

80 

PK# 

RT Library/ID 

CAS# Qual 

3 

3.74 C:\Database\NIST08.L 




Levamisole 

006649-23-6 

99 


Imidazo [2, 1-b]thiazole, 2,3, 

5,6-tet 014769-73-4 

98 


Levamisole 

006649-23-6 

97 


Abunciance Average of 3.697 to 3.624 min.: 693245.D\daSa,ms (-) 



Abundance 

80 

60 

40 


20 


mlz-> 


#61883: Levamisoio 
146 


73 


101 


51 


41 




63 


89 


121 


mi 


30 


204 


157 


176 


189 


‘ j‘) I'i f g I I I H M [ I I I T T I I q I I M f T T ' i I | T F TT rrr TT~(-r 

40 50.60 70 8P_. 90 100 110 120 130 140 150 160 170 1801,90 200 210 220 230 240 250 260 270 280 


693245. D Wed May 11 15; 40 ■.34 2011 


Page 4 


Folk_OIG_PRR_048108 









Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q1-2010\SYSTEM6\01_26__10\693245 .D 
P.PIRO 

27 Jan 2010 10:20 


ASD 

45 

DRUGS 

RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality; 80 

C;\Database\NIST08.L Minimum Quality; 80 

C;\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


4 4.52 C;\Database\SLI.L 

COCAINE 


000050-36-2 99 


Atundance 

80 

60 

40 

20 


82 


Average of 4.474 to 4.633 min.: 693245.D\data,ms (-) 
182 


42 




40 


,55 68 


94 


60 


80 


l-ri 


105 


122 


135 




T 


152 166 

■■T- Ll jjj 


100 120 140 


■pr-T-r-T 
160 


198 


303 


208 222 


180 


200 220 


272 

242 260 i _288 


240 260 280 300 


Abundance 


#29; COCAINE 



693245.D 


Wed May 11 15:40:35 2011 


Page 5 


Folk OIG PRR 048109 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMe th 
Integrator 


F:\Q1-2010\SYSTEM6\01__26_10\693245 .D 
P. PIRO 

27 Jan 2010 10;20 


ASD 

45 

DRUGS 

RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# 

RT Library/ID 

CAS# Qual 

5 

5.76 C:\Database\NIST08 *L 



6”Monoacetylmorphine 

002784-73-8 99 I 


6*-Monoace tylmorphine 

002784-73-8 99 I 


6 -Monoacetylmorphine 

002784-73-8 99 I 


Abundance 

80 

60 

40 

20 

0 


Average of 5.733 to 5.833 min.: 693245.D\data-ms (-) 


268 


43 


146 


81 


115 


m/z->_ 

Abundance 

80 

60 

40 

20 

0 


59 


94 



ill I.si 

.il 

I. I.l. 


ilk. 

28 

.III 

r I V r 
60 

80 

100 

p^r-r^ 

120 


JiUU 


215 


162 


174 


197 






253 


284 


327 




56508: 6-Moaoacetylmorphine 


268 


43 


15 


30 


146 


215 


59 


81 94 


1^ I ' t i I "r T -r ' [ -' ) ' i 'V V • j'-T^T- T - r - yt 


LikiiJik 


162 


28 j 

j . 

174 

j [ 

III 

1 i 

hi iJ 



M; 


197 


2)28240252 


■j 1 <■ iV'n’V ,-.-y , Mip 


3^7 


!! 284 


299 312 


Yt-rr-r-p 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 


693245.D 


Wed May 11 15;40;35 2011 


Page 6 


Folk OIG PRR_048110 



















Area Percent / Library Search Report 


Information from Data File: 

File Name t F:\Q1-2010\SYSTEM6\01_26_10\693245.D 

Operator : P.PIRO 

Date Acquired : 27 Jan 201 0 10:20 

Sample Name : 

Submitted by : ASD 
Vial Number : 45 

AcquisitionMeth: DRUGS 
Integrator ; RTE 


Search Libraries; C:\Database\SLl.L Minimum Quality: 80 

C;\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2-L 

PK# RT Library/ID CAS# Qual 


6 6*28 C;\Database\SLI.L 

HEROIN 000561-27-3 99 



<3 


80 



m/z-> 40 6p _.. _80 100 120 _1_40 160 180__ 2p0 220 240 .26_p_. _280 300 320 . 340 360 


693245,D Wed May 11 15:40:36 2011 


Page 7 


Folk_OIG PRR 048111 
















Area Percent / Library Search Report 


Information from 
File Name : 
Operator i 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator i 


Data File: 

F:\Q1-2010\SYSTEM6\01__2 6__10\69324 6.D 
P.PIHO 

27 Jan 2010 10:33 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TIC: 693246.D\data.fns 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


693246.D Wed May 11 15:40:40 2011 


Page 1 


Folk OIG PRR 048112 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q1-2010\SYSTEM6\01__26_10\693247 . D 
P.PIRO 

27 Jan 2010 10:45 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TfC; 693247.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


693247.D 


Wed May 11 15:40:44 2011 


Page 1 


Folk OIG PRR 048113 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-2010\SYSTEm\01__26__10\e932AB .D 
P.PIRO 

27 Jan 2010 10:58 



48 

DRUGS 

RTR 


Abundance TfC: 693248.b\dala.ms 



Ret. Time 

Area 

Area % 

Ratio % 

4,517 

749729 

38,84 

63.51 

6,283 

1180414 

61.16 

100.00 


693248.D 


Wed May 11 15:40:48 2011 


Page 1 


Folk OIG PRR 048114 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F; \Q1-2010\SYSTEM6\01__26__10\693248 .D 

Operator : P.PIRO 

Date Acquired ; 27Jan2£10 10:58 

Sample Name : 

Submitted by : ASD 
Vial Number r 48 

AcquisitionMeth; DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


1 4.52 C:\Database\SLI*L 

COCAINE 000050-36-2 99 




693248,D Wed May 11 15:40:48 2011 Page 2 


Folk OIG PRR 048115 











Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM6\01_26_10\693248.D 

Operator r P.PIRO 

Date Acquired : 2^Jai^2W0 10:58 

Sample Name : 

Submitted by : ASD 
Vial Number : 48 

Ac quisitionMe th: DRUGS 
Integrator ; RTE 


Search Libraries: C:\Database\SLl,L Minimum Quality; 80 

C:\Database\NIST08*L Minimum Quality: 80 

C;\Database\PMW_T0X2,L 

PK# RT Library/ID CAS# Qual 


2 6.28 C;\Database\SLI.L 

HEROIN 000561-27-3 90 

















Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q1-2010\SYSTEM6\01__2 6__10\6 93 249 .D 
P.PIRO 

27 Jan 20X0 11:11 

BLANK 

1 

DRUGS 

RTF 


Abundance TIC: 693249.D\data.nns 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


693249,D 


Wed May 11 15:41:06 2011 


Page 1 


Folk OIG PRR 048117 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q1-2010\SYSTEM6\01_26JL0\693250.D 
P.PIRO 

27 Jan 2010 11:24 

BLANK 

1 

DRUGS 

RTE 


Abundance “ TIC: 693250,6\data.ms 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


693250.D 


Wed May 11 15:41:09 2011 


Page 1 


Folk OIG PRR 048118 















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data Pile: 

F: \Q1“2010\SYSTEM6\01__26__10\6 93 251,D 
P.PIRO 

27 Jan 2010 11:36 

HEROIN STD 

42 

DRUGS 

RTE 


Abundance TfC: 693251.D\data.ms 



Ret, Time 

Area 

Area % 

Ratio % 

6.283 

1314296 

100,00 

100,00 


693251.D Wed May 11 15:41:12 2011 


Page l 


Folk OIG PRR 048119 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q1~2010\SYSTEM6\01_26__10\6 93 251,D 
P.PIRO 

27 Jan 2010 11:36 

HEROIN STD 

42 

DRUGS 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality; 80 

C: \Database\PMW__TOX2 , L 


PK# RT Library/ID 


CAS# Qual 


6.28 C;\Database\SLI.L 

HEROIN 


000561-27-3 


99 


Abundance 

80 

60 

40 

20 


4i3 


Average of 6-235 to 6.410 min.: 693251.0\data,ms (-) 


327 


268 


204 


81 


146 


59 

iJ 


94 115 




28 

H.iii 


162 

181 


226 


239 253 


310 


369 


284 
L 298 


355 


j I I I ! f I I I I j I 1 I < I [ t 1 1 j t I I I I I I I j [ I < t P I I j I 1 I I I ) + [ I I I I I' j rI r[ « T T t I r I 1 r'l"rn 1 i j rr r r [ ! i i s i i f ii i 

m/z--> 40 60 80 100 120 140 160 160 200 220 240 260 280 300 320 340 360 


Abundance 

80 

60 

40 

20 


#1; HEROIN 


268 


327 


215 


81 

59 = 


94 162 




128 


174 


197 


kMh,Akk 


2^8240253 


310 


284 


298 


369 


341 


m/2-^> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


693251.D 


Wed May 11 15:41:12 2011 


Page 2 


Folk OIG PRR 048120 



















Area Percent / Library Search Report 


Information from 
File Name s 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by ; 
vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

Ft\Ql-2010\SYSTEM6\01__2 6_10\693 252.D 
P.PIRO 

27 Jan 2010 11:49 

BLANK 

2 

DRUGS 

RTE 


Abundance T!C; 693252.D\dala.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


693252,D Wed May 11 15:41:38 2011 


Page 1 


Folk OIG PRR 048121 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM6\01_26_10\693253.D 
P. PIRO 

27 Jan 2010 12:02 

BLANK 

2 

DRUGS 

RTE 



Ret, Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


693253.D 


Wed May 11 15:41:41 2011 


Page 1 


Folk OIG PRR 048122 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number ; 
AcquisitionMeth; 
Integrator : 


Data File; 

F: \Q1-2 010\SYSTEM6\01__2 6__10\6932 54 .D 
P.PIRO 

27 Jan 2010 12:14 

HYDROCODONE STD PREP 1-25-10 

54 

DRUGS 

RTE 


Abundance TIC: 693254.0\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.495 

1102901 

100.00 

100.00 


693254.D 


Wed May ll 15:41:45 2011 


Page l 


Folk OIG PRR 048123 





Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number ; 
AcquisitionMeth r 
Integrator : 


Data File: 

F:\Q1-2010\SYSTEM6\01__26__10\693 254 .D 
P.PIRO 

27 Jan 2010 12:14 

HYDROCODONE STD PREP 1-25-10 

54 

DRUGS 

RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C: \Database\PMW__TOX2 , L 


PK# RT 

Library/ID 

CAS# 

Qual 

1 5,49 

C:\Database\NIST08.L 




Hydrocodone 

000125-29-1 

99 


Hydrocodone 

000125-29-1 

99 


Hydrocodone 

000125-29-1 

99 


Average of 5.453 to 5.606 nnin.: 693254.D\data.ms {-] 


2^9 


Abundance 

80 

60 242 

42 

40 59 185 

128 

70 i 

20 

. T ■ r , , , , 

m/Z‘-> _ 20 40_60 80 100 120 140 160 180 200 220 240 260 280 300 


82 


tJ- 


kiLu 


155 


170 


214 


199 


228 


256 270 284 



693254.D Wed May 11 15:41r45 2011 


Page 2 


Folk OIG PRR 048124 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


F:\Q1-2010\BYBTEM6\01J26_10\693255.D 
P. PIRO 

27 Jan 2010 12:27 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance TIC: 693255.D\data-ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS'fr** 


693255,D 


Wed Nay 11 15:41:48 2011 


Page 1 


Folk OIG PRR 048125 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Ql- 2010 \SySTEM 6 \ 01 _ 26 _ 10 \ 693256 ,D 
P.PIRO 

27 Jan 2010 12:40 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance TIC; 693256.D\daia.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


693256.D Wed May 11 15:41:52 2011 


Page l 


Folk OIG PRR 048126 










Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM6\01_26_10\692251 ,D 
P.PIRO 

27 Jan 2010 12:53 


57 

DRUGS 

RTE 


Abundance 

400000 

300000 

200000 

100000 


2.575 


TIC; 693257.D\dala.ms 
5.490 


rj‘ lv-T j I I j ? ;-p r ' V"r - v -j-T n -- r ‘ T- 


; i 1 I ^ 1 I p ) h I j I -rTTyi 


<’ < » ■ t » « » t 


_ 2.00 2.60 3.00 .3,50 _4.^ 4.50 5.00 5.50 6.00 ^50 _7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

2.575 

202231 

27.16 

37,28 

5.490 

542492 

72.84 

100,00 


693257,D 


Wed May 11 15:41:56 2011 


Page 1 


Folk OIG PRR 048127 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Fr\Ql-2010\SYSTEM6\01_26_10\693257.D 
P.PIRO 

27 Jan 2010 12:53 


ASD 

57 

DRUGS 

RTE 


Search Libraries: 


Cr\Database\SLI.L 
C r\Database\NIST08.L 
C:\Database\PMW T0X2.L 


Minimum Quality: 80 
Minimum Quality; 80 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

2.58 

C:\Database\NIST08.L 

Ac e taminophen 

Acetaminophen 

Acetaminophen 

000103-90-2 

000103-90-2 

000103-90-2 

97 

95 

91 

Abundance 


Average of 2.544 to 2.702 min.: 693257. Dtctata.ms (-) 

169 



80 

60 

40 

20 

0 


43 


80 


,.|iTrij I I'•I■i I I I I,,,, I ,,,, I ,,,,IIIjII I ,,, 

m/z->_35 40 45 60 55 60 65 70 75 80 85 90 95 10010511011 51201 2513013514014515 0155 

Abunclance #24380: Acelaminophen 


53 


iMi, 68 74 

•t j-T-rrr-^fii4j r-i-r -fj-) I ^ I | u i i p m p » T'1 


90 


151 


120 
TTTTjrr/ 


133 

I I t t I M I t ^ M M p M ( I 


It 



693257.D 


Wed May 11 15:41:56 2011 


Page 


Folk OIG PRR 048128 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM6\01__26_10\693257.D 

Operator ; P.PIRO 

Date Acquired ; 27Jan2010 12:53 

Sample Name : 

Submitted by : ASD 
Vial Number : 57 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C;\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

5.49 

C:\Database\NIST08.L 





Hydrocodone 

000125-29»1 

99 



Hydrocodone 

000125-29-1 

99 



Hydrocodone 

000125-29-1 

99 


Abundance Average of 5.452 to 6.579 min.: 693257.D\clala.ms (-) 



Abundance #136045: Hydfocodone 



693257.D Wed May 11 15:41:59 2011 Page 3 


Folk OIG PRR 048129 















Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q1-2010\SYSTEM6\01 26 10\693258.D 

Operator 

P. PIRO 

Date Acquired 

27 Jan 2010 13:06 

Sample Name 

BLANK 

Submitted by 
Vial Number 

2 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Abundance T(C: 6§3258.D\data.ms 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


i 

I 


693258.D Wed May 11 15:42;02 2011 


Page l 


Folk OIG_PRR_048130 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F;\Q1-2010\SYSTEM6\01_26_10\693259.D 
P.PIRO 

27 Jan 2010 13:18 

BLANK 

2 

DRUGS 

RTE 


Abundance ...* TIC: M3259.D\data.iris 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


693259,D 


Wed May 11 15:42:06 2011 


Page 1 


Folk OIG PRR 048131 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q1-2010\SYSTEM6\01_26_10\693260.D 
P.PIRO 

27 Jan 2010 13:31 

HYDRQCODONE STD 

54 

DRUGS 

RTE 


Abundance 


TIC: 693260.p\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5,495 

1119939 

100.00 

100.00 


693260.D Wed May 11 15:42:09 2011 


Page 1 


Folk OIG PRR 048132 





Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number r 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q1-2010\SYSTEM6\01_26__10\693260.D 
P.PIRO 

27 Jan 2010 13:31 

HYDROCODONE STD 

54 

DRUGS 

RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08,L 
C:\Database\PMW TOX2,L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 

CAS# 

Qual j 

1 5,49 C;\Database\NIST08.L 



Hydrocodone 

000125-29™! 

99 

Hydrocodone 

000125-29-1 

99 

Hydrocodone 

000125-29-1 

99 


Average of 5.462 to 6.585 min.: 693260.D\data.ms (-) 


2$9 


242 


Abundance 

80 
60 
40 
20 

O^T-r y i I i T ji - r ' i'j i r”l T-|- H ' -r -- r - 

m/z-> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


42 


59 


96 116 


70 




82 

il 


185 


128 


II 15 


214 


199 


iUL 


228 


256 270 284 


#136043; Hydrocodone 


2^9 


Abundance 

80 

60 

40 
20 

0 ’-r * ! [ I 'i'" ! I I' TT ii • f I’ i r ['f Y' i " I "I '- Y - Y *'' ’* *I ' T j ; t j *t^- r ~i i ^ 'T " ' 

m/z-> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


242 


42 


.iu.4 


59 


96 

70 82 


115 186 
128 

|| 141 165 171 


214 


228 


199 

A 


266 270 284 

( I, 


693260 .D 


Wed May 11 15:42:10 2011 


Page 2 


Folk OIG_PRR_048133 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F: \Q1-2010\SYSTEM6\01__26__10\693261 , D 

Operator : P.PIRO 

Date Acquired ; 27 Jan 2010 13:44 

Sample Name ; BLANK 

Submitted by : 

Vial Number ; 2 

AcquisitionMeth: DRUGS 
Integrator : RTE 



Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 


693261.D Wed May 11 15:42:49 2011 Page 1 

Folk OIG PRR 048134 




Area Percent / Library Search Report 


Information from 
File Name : 
Operator i 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File: 

F:\Q1-2010\SYSTEM6\01_26_10\693262.D 
P,PIRO 

27 Jan 2010 13:57 

BLANK 

2 

DRUGS 

RTE 


Abundance ' ' TIC: 693262.D\data.ms 



Ret, Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


693262,D Wed May 11 15:42:53 2011 


Page 1 


Folk OlG_PRR_048135 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name j 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator t 


Data File: 

F:\Q1-2010\SYSTEM6\01_26_10\693263.D 
P.PIRO 

27 Jan 2010 14:09 

OXYCODONE STD 

63 

DRUGS 

RTE 


Abundance 

500000 

400000 

300000 

200000 

100000 


TIC: 693263.D\data.ms 
5i49 





T im 0 -> 2.00 2.5 0 3,00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.0 0 7.50 8.00 8.50 9.00 9 .50 


Ret, Time 

Area 

Area % 

Ratio % 

5 - 849 

813092 

100.00 

100,00 


693263.D Wed May 11 15:42!57 2011 


Page l 


Folk OIG PRR 048136 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM6\01_26_10\693263,D 

Operator : P.PIRO 

Date Acquired : 27 Jan 2010 14:09 

Sample Name : OXYCODONE STD 

Submitted by : 

Vial Number : 63 

AcquisitionMeth; DRUGS 
Integrator : RTE 


Search Libraries; C;\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


PK# RT 


Abundance 


Library/ID 

C:\Database\NlST08.L 
Oxycodone 
Oxycodone 


Minimum Quality: 80 
Minimum Quality: 80 


Oxycodone 0 

Average of 5,807 to 5,992 mm.: 693263.D\dala,ms H 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


65 

4J 

84 

,,ili 

98 

4 a 4 

128 

ll , 161 

60 

i I I T : 
80 

T T p ! V i 

100 

1 [ 1 1 T 1 j !• I r ) 'I" r 

120 140 160 


I'l .1 i 244 , 272 286 


Abundance 


#148099: Oxycodone 


28 I I,, .If i, J, 244 I 272 286 

U [ I 'p i I YT-fT ' t yi i I‘i ' p- ' rri I ^ i r ‘i pS ' i ' 't y I I j | j r i r- i' j t ' i V i - p i'V \ j i \ < } i * i ^ } ' r-r 

in/z-> 20 40_ 60 80 100 120 140 16p_ 180 200 220 240 260 280 300 


693263.D 


Wed May ll 15:42:57 2011 


Page 2 


Folk OIG PRR 048137 
















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

F; \Q1-2010\SYSTEM6\01__26__10\693264 .D 
P.PIRO 

27 Jan 2010 14:22 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance 


2000 


TIC: 693264.D\dala.ms 


1000 


0 



Tim8-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8*50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


693264.D 


Wed May 11 15:43:00 2011 


Page l 


Folk OIG PRR 048138 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name r 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F:\Q1-2010\SYSTEM6\01_26_10\693265,D 
P,PIRO 

27 Jan 2010 14:35 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance TIC: 693265.D\data.ms 



Ret, Time 


Area Area % Ratio % 


^**NO INTEGRATED PEAKS*** 


693265.D 


Wed May 11 15:43:03 2011 


Page 1 


Folk OIG PRR 048139 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM6\01_26__10\693266.D 

Operator : P.PIRO 

Date Acquired ; 27 Jan 201 0 14:48 

Sample Name : 

Submitted by : ASD 
Vial Number : 66 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 

1500000 


1000000 


SOOOOOj 


0 

Time-> 2.00 2.50 3.00 3.50 4.00 4,60 6,00 6.50 6.00 6.50 7.00 7.5 0 8.00 8,50.9,00. 9,50 


Ret, Time 

Area 

Area % 

Ratio % 

5.855 

2271649 

100,00 

100.00 



693266,D Wed May 11 15:43:07 2011 Page 1 


Folk OIG PRR 048140 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F: \Ql-2010\sySTEM6\01_26_10\693266,D 

Operator : P.PIRO 

Date Acquired ; 21 Jan 201 0 14:48 

Sample Name : 

Submitted by : ASD 
Vial Number : 66 

AcquisitionMeth; DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2,L 

PK# RT Library/ID 


1 5.85 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


CAS# Qual 


Abundance 


Average of 6.807 to 6.008 min.: 693266.D\data.ms (-) 


315 




693266.D Wed May 11 15:43:07 2011 Page 2 

Folk OIG PRR 048141 

















Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMe t h 
Integrator 


P:\Q1-2010\SYSTEM6\01_26_10\693267 *D 
P,PIRO 

27 Jan 2010 15:00 

BLANK 
ASD 
2 

DRUGS 

RTE 



Time‘^™> 2.00 2.50 3.00 3.60 4.00 4.60 5.00 5.50 6.00 6*50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


693267.D 


Wed May 11 15:43:10 2011 


Page 1 


Folk OIG PRR 048142 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name r 
Submitted by r 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q1-2010\SYSTEM6\01_26_10\693268.D 

P.PIRO 

27 Jan 2010 15:13 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance ficr693268.D\dala"m 



Ret. Time 


Area Area % Ratio % 


^**N0 INTEGRATED PEAKS*** 


I 


f 


693268.D 


Wed May 11 15:43:13 2011 


Page 1 


Folk OIG PRR 048143 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\BYBTEM6\01_26_10\693269.D 
P.PIRO 

27 Jan 2010 15:26 


ASD 

69 

DRUGS 

RTE 


Abunciance 

2000000 

1600000 

1000000 

500000 


TIC: 693269.D\daU.ms 
5i60 


”r 






Tifne-> 2.00 2.60 3.00 3.60 4.00 


t I I I I > T [ T'TV I [ I J 

4.50 6.00 6.50 


n~ 


rp 


6,00 6.50 7.00 7.50 8.00 8.60 9.00 9,50 


Ret. Time 

Area 

Area % 

Ratio % 

5.860 

3652099 

100,00 

100.00 


693269.D 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : F: \Q1-2010\SYSTEM6\01_26__10\693269 .D 

Operator : P.PIRO 

Date Acquired : 27 Jan 201 0 15;26 

Sample Name : 

Submitted by : ASD 
Vial Number : 69 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality; 80 

C: \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


1 5,86 C:\Database\NIST08,L 

Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Ql-2010\SySTEM6\01 26 10\693286.D 

Operator 

P.PIRO 

Date Acquired 

27 Jan 2010 19:03 

Sample Name 

BLANK 

Submitted by 


Vial Number 

2 

AcquisitionMeth 

DRUGS 

Integrator 

RTF 

Abundance 

TIC: 693286.D\t)ata.ms 



0 h I I I < I j I I 1 i-p- TT I i -p i 1 1 ^ j |-r-T-'r "j ' i p 1 L j I I 1 ^ j i > i- ry T-- r - r - T -]- " ’ i i i i j i i i ; j ' r T-' f 'i ■ j t - t -i i j i t [ - r - | - 7 - ' |-| i-| 

Tinie-:>__2.00 2.50 3.00 3.50 4.0 0 4.50 6,00 6^60 _6,00 6.5 Q 7.00 .7.50 8 .00 8. 50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


I 


***N0 INTEGRATED PEAKS*** 


i 


I 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 
Sample Name : 
Submitted by : 
vial Number : 
AcquisitionMeth: 
integrator : 


Data File: 

F:\Q1-2010\SYBTEM6\01__26__10\6932S1 .D 
P,PIRO 

27 Jan 2010 19:15 

OXYCODONE STD 

63 

DRUGS 

RTE 


Abundance TIC: 693287.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.844 

1004939 

100.00 

100.00 


693287.D 


Wed May 11 15:43:40 2011 


Page 1 


Folk_OIG_PRR_048147 







Area Percent / Library Search Report 


Information from 
File Name i 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q1-2010\SYSTEM6\01__26_10\693287.D 
P.PIRO 

27 Jan 2010 19:15 

OXYCODONE STD 

63 

DRUGS 

RTE 


Search Libraries: C:\Database\SLI.L 


Minimum Quality: 80 



C:\Database\NIST08.L 

Minimum Quality 

: 80 


C:\Database\PMW_TOX2 .h 



PK# RT 

Library/ID 

CAS# ( 

Qual 

1 5,84 

C:\Database\NIST08.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 

Abundance 

Average of 6,812 to 5.981 min.: 693287.0\clafa.ms 



80 

60 

20 
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1 ■ i J 'V’-r 
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#148099: Oxycodone 
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